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BE LhTLE DOUBT THAT THIS WAS AN EMERGENCY MEASURE, PRELIMINARY 
ANALYSIS REVEALS THAT SOMEWHAT SIMILIAR ACTY OGCURED ON OTHER 
dates. THIS INFO TO FOLLOW, 
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